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Name of 

Month 

Berlin Mean 

Right 

North Declination. 

No. of 

Remarks. 

Comet. 

and Day. 

Solar Time. 

Ascension. 


jComp. 

De Vico. 

1845. 

h 

m s 

0 

/ 

// 

0 / 

it 



Mar. 13 

IO 

9 

33*5 

J 4 5 

43 

34*5 

+ 40 18 

55-8 

8 

B. Z. 


J 5 

8 

8 

22 

54 

14*8 

142 

33 

427 

37 13 

24 29 

o-o 

12*0 

9 

B. Z. 

Own determina¬ 


22 

44*4 

132 

55 

41*2 

11 

tion. 


27 

11 

42 

3 2 *7 

127 

43 

59*4 

*4 54 

36*0 

12 

B. Z. and H. C. 


3 ° 

8 

47 

24* 1 

125 

2 3 

28*4 

9 4* 

27 

10 

B. Z. and H. C. j 


April 1 

8 

3 * 

i6 *5 

123 

59 

2*2 

6 27 

l 6*3 

10 

Own determina- I 
tion. 1 


2 

8 

5 i 

36*0 

123 

*9 

34 ’° 

4 49 

6*6 

11 

B. Z. 

j 


3 

8 

54 

37*9 

122 

43 

4-8 

3 H 

39*8 

10 

B. Z. andH. C. | 


4 

8 

3 ° 

19*7 

122 

9 

16*3 

4 1 44 

43*7 

10 

B. Z. 


6 

8 

5 i 

47*3 

121 

6 

* 5*4 

— in 

27 

15 

H. C. 


7 

8 

8 

20 

4°*5 

120 

118 

38 

187 

2 32 

9 5 6 

25-8 

33*8 

10 

Piazzi. 

Own determina¬ 


*3 

24 

5 ’ 2 

21 

29*1 

6 

tion. 


*4 

8 

40 

46*2 

118 

3 

4°*5 

11 2 

46*9 

*5 

B. Z. and H. C. 


The observations were for the most part made at the great 
refractor, with Fraunhofer’s wire-micrometer, excepting the few, for 
which another mode of observation is stated in the remarks. The 
remarks shew from whence the stars of comparison are taken. 


Piazzi.Piazzi’s Second Catalogue. 

B. Z.Bessel’s Zones. 

H. C.Histoire Celeste. 


2 . Observations of Mauvais’ Second Comet (6th series) made 
at the Royal Observatory, Cape of Good Hope. Communicated 
by G. B. Airy, Esq. 


Date. 

Star of 
Com- ! 
parison. 

Cape Mean 
Time for 
Right Ascension. 

Difference of 
R. A. of 

Comet and Star. 

No. 

of 

Obs. 

[ 

Cape Mean 
Time for 
Declination. 

i 

Difference of 
Declination of 
Comet and Star. 

1 

No. 

of 

Obs. 

1845. 
Feb.16 

60 

h ms 

9 4 i 33*9 

m s 

+ 1 4°*59 

8 

h m s 

9 5 ° z 5 ' 6 

/ // 

4 7 22*5 

4 

26 

61 

: 8 48 13*9 

4 1 6*90 

12 

8 59 48*1 

+ 7 36-8 

6 

Mar. 2 

62 

8 40 27*0 

4 I 2*17 

16 

8 55 53*5 

+ 3 34"4 

10 

3 

62 

8 11 117 

4 I 2173 

18 

8 27 6*6 

- 14 337 

8 

4 

6 3 

8 18 50*1 

— I 22*22 

18 

8 34 24*9 

4 8 4*6 

10 

5 

63 

8 27 25-1 

— I 0*12 

16 

8 11 0*3 

— 9 26*8 

10 

6 

64 

8 17 34*2 

— I 14*09 

16 

8 32 19*2 

- 0 2 3‘5 

10 

10 

6 5 

8 8 5*0 

— I 40*46 

16 

8 32 14*3 

— 2 10*2 

10 
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The sign -f- implies that the comet's right ascension or declina¬ 
tion is greater than the star s ; the sign — the contrary. 

The above observations were made with the bar-micrometer 
attached to Dollond’s 46-inch achromatic. They are not entitled 
to great confidence, on account of the extreme faintness of the 
comet. 

Those made 011 March 2d, 3d, 4th, and 5th, are considered to 
be the best. 

The above observations were made by Mr. Mann. 


Approximate Places of the Stars of Comparison . 


No. of 
Star. 

Magnitude. 

Right 

Ascension. 

Declination. 

60 

8 

h m s 

2 55 0 

0 / 

-15 52 

61 

9 

2 57 46 

00 

H 

62 

7 

2 59 9 

10 54 

63 

9 

3 2 11 

10 11 

6+ 

9 

3 2 49 

9 43 

65 

9 

3 4 5 1 

- 8 39 


(Signed) Thos. Maclear. 

Royal Observatory , Cape of Good Hope t 
24th March , 1845 . 
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